DOCKETED ITEMS     101

9109120077 Forwards safety evaluation supporting util 910723 request for revised cap-
sule withdrawal & insertion schedule for seventh refueling outage.
HOPKINS.J.B. Project Directorate III-3. 91/09/05. SHELTON.D.C. Centerior Energy.
SHELTON.D.C. Toledo Edison Co. 3pp. 59104:084-59104:088.

-9109120078 SER supporting util 910723 request for revised capsule withdrawal & in-
sertion schedule for seventh refueling outage.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/05. 2pp.
59104:087-59104:088.

9109180264 Provides addl info re util 910731 request for change in biennial procedure
review.

SHELTON.D.C. Centerior Energy. 91/09/09. Document Control Branch (Document
Control Desk). 8pp. 59139:341-59139:348.

9109250158 Forwards safety evaluation granting relief from AS ME Boiler & Pressure
Vessel Code.section XI requirements for repair of Code 3 svc water piping.
HANNON.J.N. Project Directorate III-3. 91/09/18. SHELTON.D.C. Toledo Edison Co.
2pp. 59201:127-59201:131.

-9109250164 Safety evaluation granting licensee relief from ASME Boiler & Pressure
Vessel Code.Section XI requirements for repair of Code Class 3 svc water piping until
next,but no later than seventh refueling outage per 10CFR50.55a(g)(5)(iii).

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 91/09/18. 3pp.
59201:129-59201:131.

9109270065 Ack receipt & extends thanks for 910731 submittal of proposed change in
QAP description.Change would replace commitment to review plant procedures on 2-
yr cycle per ANS/ANSI 3.2-1982.

MILLER,HJ. Region 3 (Post 820201). 91/09/18. SHELTON.D. Toledo Edison Co.
SHELTON.D. Centerior Service Co. 1p. 59216:315-59216:315.

9109260087 Informs of changes in application of BW ECCS evaluation model for
facility.Changes result from discovery of error in input to evaluation model.
SHELTON.D.C. Centerior Energy. 91/09/19. Document Control Branch (Document
Control Desk). 2pp. 59217:129-59217:137.

-9109260091 Advises of findings re LOCA limits for BW designed 177-fuel
assembly.lowered-loop & raised-loop operating plants.

TAYLOR.J.H. Babcock & Wilcox Co. 91/09/03. MURLEY.T.E. Office of Nuclear Reac-
tor Regulation, Director (Post 870411). 7pp. 59217:131-59217:137.

9109260143 Withdraws request re proposed alternative to ASME boiler & pressure
vessel code section XI test requirements for pressurizer code safety relief valves.
SHELTON.D.C. Centerior Energy. 91/09/19. Document Control Branch (Document
Control Desk). 1p. 59233:359-59233:359.

9109270070 Discusses review of 910722 changes to QAP description
submittal.Questions resulting from review were discussed on 910918 & response re-
quired by 911007.

WR1GHT,G.C. Region 3 (Post 820201). 91/09/19. SHELTON.D. Toledo Edison Co.
SHELTON.D. Centerior Service Co. 1p. 59216:317-59216:317.

Q. Inspection reports, IE Bulletins & correspondence

9106090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 86pp. 58979:091-58979:177.

9109110001 Submits revised response to NRC Bulletin 89-003, "Potential Loss of Re-
quired Shutdown Margin During Refueling Operations." Listed actions will be taken to
ensure adequate shutdown margin during refueling operations.
SHELTON.D.C. Centerior Energy. 91/08/28. Document Control Branch (Document
Control Desk). 3pp. 59092:273-59092:275.

9109230001 Forwards safety insp rept 50-346/91-15 on 910826-30.NO violations noted.
GREGER.LR. Region 3 (Post 820201). 91/09/13. SHELTON.D. Toledo Edison Co.
2pp. 59156:001-59156:010.

-9109230002 Insp rept 50-346/91-15 on 910826-30. No violations noted. Major areas
inspected:planning & preparation.training & qualifications.internal & external exposure

control & r
PAUL.RA, SH/
59156:004-5915

3 occupational exposures ALARA.

L, SCHUMACHER.M.C. Region 3 (Post 820201). 91/09/13. 7pp.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

R. Periodic operating

& related correspondence

9109100109 Forwards 10CFR50.59 rept of facility changes.tests & experiments during
1990.

SHELTON.D.C. Centerior Energy. 91/08/30. Document Control Branch (Document
Control Desk). 60pp. 59082:216-59082:275.

9109050333 "Davis-Besse Nuclear Power Station Semiannual Radioactive Effluent &
Waste Disposal Rept" W/910828 Itr.
STORZ.LF. Toledo Edison Co. 91/06/30. 36pp. 59031:001-59031:036.

9109170248 Monthly operating rept for Aug 1991  for Davis-Besse Nuclear Power
Station.Unit 1.W/910909 Itr.
SARSOUR,B^ STQRZ.LF. Toledo Edison Co. 91/08/31. 6pp. 59121:095-59121:100.

V. Operator Examinations

9109190245 Forwards list of operators w/relinquished licenses & listing of
current.effective licenses held by operators at facility.

SHELTON.D.C. Centerior Energy. 91/09/13. Document Control Branch (Document
Control Desk). 4pp. 59165:274-59165:277.
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F. Security, medical, emergency & fire protection plans

9109050246 Rev 81 to Procedure FNP-O-EIP-OOOd.reflecting on-call for remainder of
1991 & first quarter of 1992.
MOREY.D.N. Alabama Power Co. 91/08/27. 11pp. 59030:339-59030:349.

9109100112 Rev 81 to EPIP FNP-O-EIP-0008 re plant notification roster, consisting of
both alphabetical & departmental listing.W/ 910830 Itr.
HUDSPETH.J.B. Alabama Power Co. 91/08/30. 150pp. 59051:177-59052:026.

9109120273 Discusses upcoming site surveys consisting of meetings w/telecommunica-
tions & emergency preparedness representatives re site communications capabilities
& feasibility of sys upgrades.

HOFFMAN.S.T. Project Directorate 11-1. 91/08/30. HAIRSTON.W.G. Alabama Power
Co. 3pp. 59092:316-59092:318.

9109110101 Revised EPIPs,including Rev 4 to FNP-O-EIP-9.3 & Rev 22 to FNP-0-EIP-
10.W/910906 Itr.
HUDSPETH.J.B. Alabama Power Co. 91/09/06.100pp. 59111:070-59111:202.

9109250283 Rev 30 to EPIP FNP-O-EIP-9, "Radiation Exposure Estimation & Classifica-
tion of Emergencies."
* Alabama Power Co. 91/09/13. 40pp. 59208:283-59208:322.

9109200233 Responds to 910904 Itr to EL Jordan requesting participation in ERDS
program.Forwards generic MOU for review.Meeting will be scheduled at NRC oper-
ations ctr prior to program implementation in State of GA.

SPESSARD.R.L. Office for Analysis & Evaluation of Operational Data, Director. 91 /
09/16. HARDEMAN.J.C. Georgia, State of. 6pp. 59171:160-59171:165.

G. Adjudlcatory correspondence

9109100183 Order/ Grants util & NRC request for extension of discovery period in pro-
ceeding until 911001 & preheating conference be scheduled after 911001.W/Certifi-
cate of Svc.Served on 910826.

FRYE.J.H. Atomic Safety and Licensing Board Panel. #391 12156. 91/08/23. Office
of the General Counsel (Post 860701). 3pp. 59023:243-59023:245.

9109100239 Notice.* Prehearing conference scheduled for 911002 in Bethesda.MD to
facilitate scheduling of direct testimony, prehearing motions & location of hearing.W/
Certificate of Svc.Served on 910829.

FRYE.J.H. Atomic Safety and Licensing Board Panel. #391 12162. 91/08/28. 3pp.
59023:297-59023:299.

P. Operating Ho

i & correspondence

9109100043 Forwards proprietary info re allegation RII-91-A-0162 for review to enable
agency to take appropriate action.Info withheld (ref 10CFR2.790).
MERSCHOFF.E.W. Region 2 (Post 820201). 91/08/19. HAIRSTON.W.G. Alabama
Power Co. 3pp. 59022:255-59022:257.

9109040363 Responds to licensee request re withholding WCAP-12769 & WCAP-
1277i,dtd 910523 from public disclosure.per 10CFR2.790. NRC concurs w/request &
versions of submitted info marked proprietary.withheld.

HOFFMAN.S.T. Project Directorate 11-1. 91/08/28. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 3pp. 58981:275-58981:277.

9109120252 Advises that NRC will inform util of results of review of 910822 Itr re impo-
sition of compliance exception backfit re plant staff work schedules.
VARGA.S.A. Project Directorate I-2. 91/09/05. HAIRSTON.W.G. Alabama Power Co.
3pp. 59095:355-59095:357.

9109240445 Confirms telcon on 910904 re mgt meeting to be conducted at Region II
ofc in Atlanta.GA on 910912 to discuss recent events.including operation of plant w/
reduced safety margins.configuration control problems & work practices.
.MERSCHOFF.E.W. Region 2 (Post 820201). 91/09/06. HAIRSTON.W.Q. Alabama
Power Co. 5pp. 59185:129-59185:133.

9109130166 Notification of 911004 meeting w/util in Rockville.MD to discuss status of
licensing actions.

HOFFMAN.S.T. Project Directorate 11-1. 91/09/10. ADENSAM.E.G. Project Directorate
11-1. 3pp. 59113:008-59113:010.

9109170262 Forwards nonproprietary WCAP-13065 & proprietary WCAP-13064, "JM
Farley Nuclear Plant Units 1 & 2 Response to NRC Request for Addl Info on Steam
Generator Flow Area Reduction Due to Combined LOCA & SSE Loads."WCAP-13064
withheld.

WOODARD.J.D. Alabama Power Co. 91/09/10. Document Control Branch (Document
Control Desk). 2pp. 59139:189-59139:244.

-9109170264 Requests that proprietary WCAP-13064, "JM Farley Nuclear Plant Units 1
& 2 Response to NRC Request for Addl Info on Steam Generator Row Area Reduc-
tion Due to Combined LOCA & SSE Loads" be withheld (ref 10CFR2.790(b)(4)).
DIPIAZZA.R.P. Westinghouse Electric Corp. 91/09/03. MURLEY.T. Document Control
Branch (Document Control Desk). 11pp. 59139:191-59139:201.

-9109170268 Nonproprietary "JM Farley Nuclear Plant Units 1 & 2 Response to NRC
Request for Addl Info on Steam Generator Flow Area Reduction Due to Combined
LOCA & SSE Loads."

BECZAK.P.E., SMITH.R.E., MORRISON.R.J. Westinghouse Electric Corp. WCAP-
13065. 91 /08/31. 44pp. 59139:202-59139:244.ity.
